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1. VEB Electromotor enwerk (also called VEB Kleins tmotorenwerk) , Hartha (Saxony), 
is producing* small quantities of 500 cps convertors for direct into alternating 
current. The convertors ere used in test stands and laboratories where 
gyroscopic devices used in the navigation of air and sea vessels are tested. 


2, The opnvertors mainly transform direct into alternating current of 3 to 36V 
and 500 cps, which is used in gyroscopic devices far air navigation, such as 
artificial horizons, tilt indicators, coarse centers, etc. 

3* Production of the convertors is under the personal supervision of Kupfer (fnuh 
the technical director of the plant. 


Enclosure: Blueprint and description df transformers (5 pages -ClSl) 


SECRET 


25X1 A 





